CONTROLLING LARA 


MOVEMENT CONTROLS 



CONTROL 

ACTION 

analog stick 

Movement - sneak, 
walk and run 

The © button 

Jump (hold to jump 
further) 

analog stick + 2x 
the © button 

Jump -> Grapple swing 

Hold the ® button 

Crouch 

analog stick + the 
die ® button 
(while running) 

Roll 

The © button 

Recover Grab/Balance 

analog stick + 
repeatedly press 
the ® button 

Fast traverse: 
ledge, pole, ladder 

analog stick + 

(hold) die if! button 

Rope: 

climb up/tluwrt/pivot 


SWIMMING CONTROLS 


CONTROL 

ACTION 

analog stick 

Swim left, right, 
forwards 

The ® button 

Dive (hold) 

The © button 

Surface (hold) 

analog stick + the 

tfi button 

Swim quickly 

I repeatedly) 



Note: When swimming underwater Lara’s Breath Meter 
will slowly decrease. If it runs out then Lara will start to 
take damage to her i Health Meter. If Lara does not reach 
the surface for air in rime, she will drown! 






OTHER CONTROLS 



CONTROL 

ACTION 

The f button 

Toggle Manual Aim 

Tap [he ^ button 

Use small mcdipack 

Hold the 4 button 

Use large mcdipack 

The 4“ button 

Grapple throvv/detach 

The “4 button 

Cycle weapons 

The © button 

Interact / Pick up 
an item 

Hold the 0 button 

Pull grapple 
(connected to object) 

The START button 

Pause Menu 

The SELECT button 

Inventory Menu 






















COMMANDES PR1NC1 PALES DE LARA 


DEPLACEMENT 



COMMANDE 

ACTION 

Pad analogique 

l)c placement - se faultier, 
marcher, count 

Ton die © 

hauter (maintenir la 
touche enfoncee pour 
satiter plus loin) 

Pad analogiquc + 2 \ 
touche © 

Sauter et se balancer 
avee le grappin 

Maintcnir enfuncec 

la touche ® 

h r acLTOiipir 

Pad analogiquc + 
touche ® fen courant) 

Lai re uite roulade 

Touche © 

Sarsir/Prendre appui 

Pad analog! que + 

+ appuyer plusicurs 
fois sur la touche ® 

he deplacer plus 

rapid emem sur un rebord, 

Lin poleau ou one cthdlc 

Pad analo^iquc + 
maintcnir enfonccc 
la touche ® 

Sur uno cordc : 

montcr/dcscendre/ 

tourner 


NAGE 


COMMANDE 

ACTION 

Pad analogiquc 

Nagcr a gauche, a droite et 
en avan t 

Touche <& 

Plonger (mamicair 3,i tuiichc 
( r ‘nfc.!n<;cc} 

Touche © 

Remonter a la surface 

(Ttiainlcnlr Li touLhi* cnfunixt) 

Pad analogique + 
louche ® 

Nager rap idem ent 

(Appuyur plusleurs foils df suite? 


Remarque : lor&que voas etes sous l'can, 3 a jauge d'ox y gene 
de Lara sc vide progress!vement. Line fois la jauge d'oxygenc 
vide, la jauge de same commence a dim inner. Lara doit alors 
re m on ter a la surface an pins vice, sous peine de se nover 3 













AUTRF.S COMMANDES 



Muimcnir la touche 
4 onfunete 


Utilizer ti ei kit de premiers 
setours 


Lancer/Decrocher le 
grappin 


Piircourir les armes 


Ton die © 


Interagir f Ramasser un 
objel 


Maintenir la touche 
® cnfoncce 


I'irer sur le grappin 
(lorsqu'W objel y 
esr accroche) 


Menu pause 


COMMANDS ACTION 

Touche 4 Mode Vi see ni ami cite 

Appuyer rapidement Utilizer uric trousse de 

Sur la touche 4 Hoi ns 


Touche SELECT 


Invcntaire 
















D1RIGIR A LARA 


CONTROLES DE MOVIMIENTOS 



CONTROL 


Pad analogic!) 


Boron 


Pad analog!co + 2x 
boton © 


Mantener puls ado 
el boton © 


Pad analogicp + 
hotbn ® |al coircr) 


Boton 


Pad analog!co + 
pulsar varias vcccs 
cl boton ® 


Pad analog!co + 
mantener pul sad o 
cl boton ® 


acci6n 


Movimientu: andar con 
sigilo, andar y corrcr 



Sal tar {mantener puEsado 
para sal tar anas lejosl 


Sal tar > Balanccarsc 
cnganchado 


Agacfaarsc 


Vo here ta 


Agar ra rsc/Eq u il i brio 


Movcrse rapido: 
saliente, barra, escalern 


Cuerda: 

Siibir/bajar/girar 


CONTROLES DE NATACION 


CONTROL 

ACClON 

Pad an a log! co 

Nadar hncia del ante, hacia la 
izquierda y bad a la dereeha 

Boton <3> 

Nadar (mantener pulsado) 

Boton © 

Salir a la super fide 
( man tent r pulsadn) 

Pad analogtco 
+ baton ® 

Nadar rapido 
(rcpetidaincnte) 


j Nota: cuando buceas, el indieador de oxtgeno dc Lara 
disminuyc lenramente, Si se vacia, los danos que sufre Lara 
empezaran a reflejarsc er su barra de salud escandar* Si 
Lara no emerge a la super fie ie para tomar a ire a riempo, 
ise ahogara! 





































OTROS CONTROLES 



CONTROL 

ACCION 

Bnton J f L 

A ct i var/1 )csaCti vat 
pun term manual 

Pulsar cl boton | 

Usar botiquin pcqueno 

Man tenet puls ado 
el boton 4 

Usar botiquin grande 

Boton 4“ 

Lanzar/Recupetar ganeho 

Boton ^ 

Cambiar de arma 

Bourn © 

Interactu at/RecOge r 
un objeto 

Man tenet pub ado 
el boron ® 

1'irar dc! gancho 
(conectado a un objeto) 

Boton START (inido) 

Menu de pausa 


lioton SELECT 
■(selection) 


Menu dc in venturi a 














STEUERUNG 


BEWEGUNGSBEFEHLE 



BEFEHL 

AKTION 

Analog-Fad 

Bewegen - Schlddien, 
gehen laufen 

©-Taste 

Spa 1 ingen (Haken, urn 
weiter zu spr ingen) 

Analog-Pad + 2x 
©Taste 

Springen > An Hakcn 
sehvvifigcn 

©-Taste halten 

Dueken 

Analog-Pad + ®-Taste 
{wiihrend Sic laufen) 

Rolle 

H 

Abfangen/Balance 

Analog-Pad + mchrnials 
© Taste dr iic ken 

Sehitcll traversierem 

Sims, Srange, loiter 

Analog-Pad + 

© Taste haften 

Seil: Hoehklettern/ 

1 liriEinterk letter n/ 
Schwingen 


SCHWIMMBEFEHLE 



BEFEHL 

AKTION 

jA ||i ,, ai ■!> 

Analog-Pad 

Nadi links/redits/vorne 
sekwimmen 

v 

©-Taste (haken) 

■ 

Tauchen 


EH 

Auftauchen 

t —- di 

Analog-Pad + 

©-Taste 

(mchrmab) 

Schnell schwinimen 


Hi it we is: Schwimmen Sic unter Wasser, sin kt lams 
Sauerstoffanzeige, Isr ihr Luftvorrat erschopft, sinkt ill re 
Gesundhpitsanzeige, Tauehen Sie jetzt nieht rechzeiug auf, 
ertrinkt Lara! 


































ANDERE BEFEHLE 



BEFEHL 

AKTION 

f-Tastc 

Manuel! zkkn (ein/aus) 

4 -Taste antippcn 

Kiel lies Medipack 
benutzen 

4 - -Taste b alien 

C rofscs Medipack 
henutzen 


H a kc n vve rfc 11/ ci 11 hoi cm 

“♦■-Taste 

Waffen durchsehahen 

©Taste 

1 liter agte Ten/Ob je kt 

nehmen 

<■) -Taste haltcn 

Ha ken ziehen [ wenn ink 
einem Objekt verbunden) 

STARTTasre 

Pause-Menu 

SELECT-Tastc 

lnventar-Mcmi 



















CONTROLLARE LARA 


COMANDl DI MOVIMENTO 


OPZIONE 

DESGRIZIONE 

Pad ana!ogico 

Muoviti - cammma 
piano, cammina t curri 

Tasto © 

Sal ut (tieni premuto per 
snltare piii Ion in no) 

Pad analogico + 2x 
tasto © 

Salta > Dondola 
con il rantpino 

Tieni prenrmto il 
tasto © 

Abbassati 

Pad analogico + tasto 
® (me fit re corri) 

Rotola 

Tasto © 

Recupcra presay 
Equilibrio 

Pad analugico + pro mi 
ripetutamente il tasto © 

Spostamenio veloce: 
sporgenze, astc c scale 

Pad analngico + tieni 
premuto il tasto ® 

Cord a: 

arrampicati/scendi/ 

ruota 



COMANDI DI NUOTO 


OPZIONE 

DESGRIZIONE 

Pad analugico 

Nuotit a sinistra, a dcstra e in 
avanti 

Tasto ® 

I miner giti (tic Eli premuto) 

las to © 

Risali in supcrficic 

(tieni premuto} 

Pad analogico 
+ tasto © 

Bracciata rapid a 

(riperutamente} 



Nota: quando nuoti sott'acqua, la barra dclTossigeno di Lara 
dimmuira Lentamente. Una volta esaurita, la barra della 
salute di Lara comincera a dim i nu ire c\ se non riemergera in 
tempo per riprendere aria, Lara affoghera! 

























ALTRI COMANDI 



OPZIONE 


DESCRIZIONE 


Tasio |f 


Fremi rapidamcntc 

i] ta'it'O 


Tieni premuto il 

tasio 4 


I iisto 


l ieni premuto il 

tiisto W 


Taste START 


Tasto SELECT 


Mira manuale 
{AEtiva/Disaitiva) 

Usa Kir medico piccolo 
small me di pack 


Lisa Kit medico grande 


l.anda/Rilrai 51 ram pin o 


Scorn armi 


t n teragis ci/ K a ccugl i 
oggerro 


Trascina il rampino 
vgrso di ic (quando c 
aggandato a un oggetto) 


Menu di pausa 


Tnvcntario 

















